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INTRODUCTION 


The helmet mounted communications system allows the wearer to have hands free operation 
of the fire ground radio. The unit consists of two connecting parts, the helmet unit and the 
corns, control unit. 



The helmet unit ® consists of 


2 bone microphone 

3 speaker 

4 detachable arm 

5 flexible strap 

10 quick release connector plug 

The corns, control unit © consists of 


7 radio interconnection cable 

8 push to talk (PTT) button 

9 quick release connector socket 
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CRITICAL INFORMATION 


Installation of the Helmet Unit into the Helmet 


The left hand side of the helmet should be used on which to mount the ear speaker 
(3). 



• Push the flexible strap (5) behind the headband of the helmet and when the unit is 
positioned, weave the flexible strap through an appropriate slot in the detachable arm 

(4). 
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• It is important that when the helmet is worn, the positioning slot used keeps the 
helmet on the head and the speaker positioned on the ear. If maximum comfort is not 
achieved, reposition the unit by using a different slot. 

• The bone microphone (2) may be positioned almost anywhere within the helmet as 
long as it is in direct contact with the skull. Thick hair or a flash hood will not affect 
it’s function. 

• Loosen the headband of the helmet before putting on and then readjust when on. 

Once the helmet is on the helmet unit will be held in place by the wearers head. 

• The helmet unit should be removed from the helmet when radio communication is not 
required. 

• To remove, pull the strap back through the slot in the helmet unit arm and carefully 
remove the unit from the helmet. 

• The speaker and microphone are sensitive components and should be handled 
with care. 

Connection to the Corns. Control Unit 

• Connect the interconnection cable (7) of the corns, control unit to the auxiliary socket 
of the radio. 

• Connect the quick release connector plug (10) of the helmet unit into the quick release 
connector socket (9) of the corns, control unit. 


OPERATIONAL INFORMATION 

Usage 

• Ensure that the battery on the hand held radio is fully charged. 

• Switch the hand held radio to ON. 

• Put helmet on and adjust to achieve a comfortable fit of the helmet together with the 
helmet unit. 

• Press the push-to-talk button and check that two-way radio communication is 
working. 

• Adjust the VOLUME control of the speaker to a suitable level. 

• Put the radio into the lower inside pocket of the fire tunic and the corns, control unit 
into the upper inside pocket of the fire tunic with the PTT button facing out. 
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• Close fastenings on the fire tunic, ensuring that the cable from the PTT to the helmet 
unit is comfortable and free moving. 



• Users should be aware that when the comms control unit is connected to the 
radio, normal operations of the radio will cease and if the user removes their 
helmet, they will loose their communications facility. It should also be noted that 
the radio speaker will be disabled when the comms system is connected so that 
only those wearing comms sets will hear radio messages. This is particularly 
inportant to BA teams. 


Location 
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Each hand-held radio will be equipped with a helmet unit and corns, control unit. When not 
in use the comms. Control units should be kept in a spare BA face mask bag and stowed on 
the overhead shelf at the rear of the crew cab. 


TECHNICAL INFORMATION 

Cleaning and Maintenance 

The unit may be cleaned using a wet sponge or soft brush with some diluted washing-up 
liquid. 

The contacts may be cleaned by a light application of WD40 or similar. 

CAUTION: Do not apply solvents or caustic chemicals. 

Should any defects develop, the unit should be returned to Technical Services. There are no 
user serviceable parts. 
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